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बस भाग में भित्र पण्ड संख्या दी जाती है जिससे कि यह अलग संकलन के रूप में रखा जा सके । 
Separate paging is given to this part in order that it may be filedi 

19 a separate compilation , 


- 


MINISTRY OF COMMERCE 

NOTIFICATION 

Necu Delhi, the 29th August 1966 
8 . O . 2609 - - In pusuance of rule 6 of the Export of Cast Iron Soil Pipes (Inspection ) Rules , 
1965, the CentralGovernment hereby appoints the persons mentioned in column (2 ) of the 
Table below , as the panel of experts for the purpose of hearing appeals under the said rules 
against the decision of the Inspection Agencics carrying out inspection in the areas mentioned 
o the corresponding entry in column ( 1) thereof : 

Provided that where u member of any of the said panels is personally interested in the subject 
matter of any appeal, he shall not take part in the proceedings relating to that appcal. 


The TABLE 


Authority against whose decision apreallies 


Perrons constituting the panel of experts 

to which appeal lies 

( 2 ) 


Inspection Agencies carrying out inspection in I. The Director . . . . . . . . . . Chairman ( ex 
the areas covered by the States of Assam , officio) . 
West Bengal , Bihar , Orissa , and Nagaland and National Test House , 11 / 1 , Judge s Court 
the Union territories of Manipur and Tripura , Road , Aliporc , Calcutta - 27 . 

2 . The Director of Inspection . . . . . . Vice 
Chairman ( ex -officio ), Calcutta Inspection 
Circle , Department of Supply and Tech 
nical Development , Directrate General 
of Supplies and Disposals , I , Ganesh 
Chandra Avenue. Calcutta - 13 


( 1277 ) 


1278 


THE GAZETTE OF INDIA EXTRAORDINARY 


[PART II 


( 2 ) 


- - - 


- - - 


- - 


- 


3 . The Director ( x -officio ) , Indian Stan 
dards Institution (Calcutta Branch Office ) 
5 , Chowringhee Approach ( Third floor) 

Calcutt9 - 13 
4 . Shri A . K . Dutt, Production Engineer , 

M / 8 Guest, Keon , Williams Ltd ., 97 , 
Andul Road , Shalimar, Howrah . 
5 . Shri K . K . Nathani, M /s Structural 

Engincering, 36 , Theatre Road , Cal 

cutta - 16 . 
6 . Shri Gopal Chandra Sen , Professor - in 

charge , Mechanical Engineering Depart 
ment. Jadavpur University , Calcutta - 32 
7 . Shri A . N . Mukherjee , M /s .DN Singha 

& Co , 31, C . I. T . Road , Calcutta - 14 . 
8 . The Deputy Director ( Engineering) , 
( Ex -officio ) . . . . . . . . ... Convener Export 
Inspection Council of India , 11 / 1 - B , 
Ezra Street ( 7th floor) , Calcutt ? - 1 , 


11. Inspection Agencies carrying out inspection in I . The Director of Inspection ( - offico ) 
the arcas covered by the States of Maha 

. . . . . . . . . Chairman Bombay In 
rashtre , Gujarat , Madhya Pradesh and the spection circlc , Department of Supply 
Union territory of Go . 

and Technical Development, Directoratc 
Gencral of Supplies & Disposals , Aayakar 
Bhawan Annexe, New Murine Lince , 

Bombay - I , 
2 . The Director . . . . . . . . . . Vice Chairman 

( ex -officio) , Indian Standards Insti 
tution (Bombay Branch Office ), Bombay 
Mutual Terrace , Sandhrust Bridge , 

Bombay - 7 . 
3 . Dr. B . v . Bhoota. M /s Dorr Oliver 

International 16 , Queens Road Estate , 

Bombay - I . 
4 . Shri H . C . Patel, Head of Mechanical 

Engincering Department, Victoria 
Jubilec Technical Institute , Matunga, 
Bombay - 19 . 
5 . Shri B . G . Aher Switchgear Division 

M / s Larsen & Toubro Ltd ., Powai 

North Kurla , Bombay - 70 . 
6 . Deputy Director . . . . . . Convener ( @ c 

officio ), Export Inspection Council of 
India , Bombay Regional Office, C /O 
Harchandrai House ( 18t floor) 81, Qucenos 

Road , Bombay - 2 . 
111 . (uspection Agencies carrying out inspection 1 . The Director of Inspection ( ex -officio ) 

In the areas covered by the States of Punjab , . . . . . . ... Chairman Northern Ingpec 
Uttar Pradesh , Rajasthan , and Jarninu and tion Circle , Department of Supply and 
Kashmir and the Union territory of Himachal Technical Development Directorate 
Pradesh 

General of Supplies and Disposals , 

New Delhi, 
2 . The Director (Marks) (er-officio ) . . . . . . 

Vice - Chairman Indian Standards Ing 
titution (Headquarters ) Manak Bhawan , 
o Bahadur Shah Zafar Marg , New 
Delhi- 1, 
3 . Shri S . S . Gill, Technical Expert (Pro 

duction Engineer), Directorate of IR 
dustries, Punjab , 30 - Bay Buildings , 

Sector - 17, Chandigarh - 2 . 
4 . Shri B . M . S . Chopra , Deputy Director 

( Technical), Directorate of Industrica , 
Punjab , 30 - Bay Building , Sector - 17, 
Chandigarh - 2 . 
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5 . Shri Brij Mohan Lall , M /& Hero Cycle 

Industries 698 , Industrial Area- B , 
Ldhian1- 3 . 
6 . Shri G . D . Joglekar , Scientist Incharge , 
Industrial Physics Division , Nationa 
Physical Laboratory , Hillside Road , 

New Delhi- 12 . 
7 . Shri J. R . Binbrahw , Head of the Mech 

anical Engineering Department, Delhi 
College of Engincering , Kashmiri Gate 

Delhi- 6 . 
8 . Shri L . R . Mago, Managing Director, 

Punjab Export Corporation Chandigarh , 

Punjab . 
9 . Shri K . Manivannan . . . . Convener 

Senior Chemical Engineer , Shri Rani 
Institute for Industrial Research , Post 
Box No. 1458 , 19 , University Road , 

Delhi- 7 
V . Ingpection1 Agencies carrying out inspection 1 . The Director of Inspection ( ex -officio 

in the areas covered by the States of Madras , . . . . . . . . Chairman Madras Inspection 
Andhra Pradesh , Mysore and Kerala . Circlc , Department of Supply and Tech 

nical Development , Directorate General 
of Supplies and Disposals, 18 - A , Wood 

Road , Madras - 2 . 
2 . Dr, E . G , Ramachandran , Vice - Chair 
man , Head of the Department of Metal. 
lurgy, Indian Ingtitute of Technology 

I. I. T . P . O ., Madra8 - 36 . 
3 . Shri A . R . Narayana Rao , Managing 

Director, M /s . Hivelm Industries Pyt. 
Ltd ., A - 5 & 6 , Industrial Estate , Guindy 
Madras- 32 . 
4 . Shri R . Ranganathan , Technical Mana 

ger , M /s India Pistong Limited , Hazur 

Gardens, Sembiam , Madras - 11 , 
5 . Shri M . S . Rajagopalan , Manager, 

Relay and Control Panel Division , M / s . 
English Electric Co . of India Ltd ., 
Post Box No. 2392 , Pallayaram , 
Madras- 27 . 
6 . Director (ox - officio ) , Export Inspection 

Agency , Madras , C ./ 0 The Regione 
State Trading Corporation , P . B . No 

456 , 123 , Mount Road , Madras -6 . 
1 . Deputy Director ( Incharge ), ( er 

officio ) . . . . . . . . Conyencrs Indian Stan . 
dards Institution (Madras Branch Office ), 
54, General Patterg Road Madras - 2 . 


2 . The quorum of the panel shall be three 


[NO, 60 ( 103) Exp. Ingp /65 Part - II ] 

A . C . BANERJEE , Jt. Socy , 


PRINTEI) IN INDIA BY THE GENERAL MANAGER , COVERNMENT OF INSLA PRESS , 
NEW DULH AND PUBLISHED BY THE MANAGER OF PUBLICATIONS, DELAT, 1986 


